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STEREOPHONIC RECORDINGS 
OF ENHANCED MUSIC 


() N APRIL ninth and tenth, demonstrations of the stereophonic 


reproduction of music and speech were given at Carnegie 

Hall in New York City. That accomplishment was the culmi- 
nation of a long series of researches by Bell Telephone Laboratories. 
The first step in the achievement was demonstrated in 1933, when a 
symphony concert produced in Philadelphia was transmitted over 
telephone wires to Washington and there reproduced stereophonically 
and with enhancement before the National Academy of Sciences. Sub- 
sequent researches by Dr. Fletcher and his associates, E. C. Wente, 
J. C. Steinberg, W. B. Snow, R. Biddulph, L. A. Elmer, A. R. Soffel 
and A. B. Anderson, have supplied the equipment and technique for 
recording such a production on film. With the codperation of Leopold 
Stokowski and the Philadelphia Orchestra; of the Tabernacle Choir 
and organists in Salt Lake City; and of Paul Robeson and other 
artists, their music or drama was first recorded either in Philadelphia 
or in Salt Lake City. At a later audition, the artist or director was 
able to vary the recorded volume and to change the tonal color of the 
music to suit his taste. At will, he could soften it to the faintest 
pianissimo or amplify it to a volume ten times that of any orchestra 
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without at all altering its tone quality, or he might choose to augment 
or reduce the high or low pitches independently. While he was thus 
enhancing the music which he had himself directed, his interpre- 
tation was being re-recorded on film as a permanent record. 

Selections for reproduction, chosen to demonstrate the full ca- 
pabilities of this system, are shown in the program reproduced below. 
From the choral numbers, vocal solos, organ, drama, and grand opera 
reproduced at Carnegie Hall, the audience gained an idea of the 
versatility of the stereophonic system. A stirring climax for the 
program was provided by the closing scene from “Gétterdam- 
merung.” For its fortissimo passages, Dr. Stokowski took full ad- 
vantage of the tenfold increase of sound over that of the largest 
orchestra, and effectively used the individual control to make the 
soloist’s voice clearly heard above the orchestra. That number, and 
orchestral works by Debussy, Strauss, and Moussorgsky, which 
formed the first part of the program, were played by the Philadelphia 
Orchestra under Dr. Stokowski’s baton. In his enhancements, Dr. 
Stokowski has shown a grasp of the possibilities of the stereophonic 
system which comes from his long association with it and from his 
interest in this development of the musical art. 


INTRODUCTION 


DRAMA 
F. B. Jewett, President, The Emperor Jones (Scene IT) O’ Neill 
Bell Telephone Laboratories Played by PAUL ROBESON 
Harvey FLETCHER, ORGAN 
Director of Physical Research, ere Widor 
Bell Telephone Laboratories FRANK W. ASPER, Organist 
Westminster Chimes Vierne 


Night on Bare Mountain . . Moussorgsky 
Moonlight ........ Debussy 

Tales from the Vienna Woods Strauss eee — 

Pictures in an Exhibition Moussorgsky ©xcerpts from Elijah Mendelssohn 


The Philadelphia Orchestra, 
LEOPOLD sTOKOwSKI, Conducting 


CHORUS 
Come, Come Ye Saints Clayton 
Hear My Supplication . . . Archanghelsky 


The Tabernacle Choir of Salt Lake City 
J. SPENCER CORNWALL, Conductor 
FRANK W. ASPER, Organist 
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The Tabernacle Choir 
with HAROLD BENNETT, Soloist 


OPERA 


Briinnhilde’s Immolation, from 


Die Gétterdammerung. .. . . Wagner 


The Philadelphia Orchestra, 
LEOPOLD STOKOWSKI, Conducting 
HAZEL HAYES, Soloist 
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Stereophonic Reproduction From Film 


By HARVEY FLETCHER 
Director of Physical Research 


YMPHONIC music heard over 

radio or the loudspeakers of 

sound-picture systems, although 
very satisfactory, fails to produce in 
several respects the effect received by 
one listening to the original production 
in an auditorium. A full symphony 
orchestra utilizes air vibrations at 
nearly all the frequencies the ear can 
hear, and it uses volumes of sound 
from about the lowest that can be 
heard in an ordinary auditorium to 
volumes one-hundred million times 
greater. The frequency range of such 
an orchestra, in other words, runs 
from the neighborhood of 40 cycles 
per second to perhaps 14,000 cycles, 
and the volume range extends from 
about 30 db above the threshold of 
hearing to 110 db, a total range of 80 
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db. In contrast with these ranges, 
radio and sound-picture systems usu- 
ally have frequency ranges only 5,000 
to 8,000 cycles, and volume ranges 
from 35 to 50 db. Moreover a listener 
in an auditorium receives an added 
effect from the distribution of the 
sound in space, a recognition of dif- 
ferent sounds coming from different 
sources. 

These limitations have long been rec- 
ognized by the Laboratories, and some 
years ago an improved sound-repro- 
ducing system was developed. The 
result of this work was the stereophonic 
system demonstrated in Washington — 
and Philadelphia in 1933.*  Be- 
sides reproducing practically the com- 
plete frequency range of the orchestra 

*RecorpD, May, 1933, p. 254. 
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and an enhanced volume range, this 
system went further in interposing 
frequency and volume control between 
the pick-up microphones and the 
loudspeakers to permit the conductor 
to secure effects unobtainable from the 
orchestra alone. The music was picked 
up by three microphones spaced 
across the front of the stage, and the 
output from each microphone was 
carried through its own channel and 
control equipment to one of three 
loudspeakers spaced across the stage 
of the auditorium where the repro- 
duction took place. 

In the demonstration seven years 
ago, the music was reproduced at the 
same time at which it was being 
played but at a distance from the or- 
chestra. On April ninth of this year a 


new stereophonic system was demon- ° 
strated in New York City, into which 
another set of steps has been intro- 
duced. The music is recorded on film, 
and is then available for reproduction 
from the film at any time. Four sound 
tracks are placed on a single film; one 
is used for each of the three program 
channels, and the fourth serves for a 
control signal. A section of the film is 
shown in Figure 2. 

This recording on film might seem 
a simple thing to do. With music and 
sound so universally recorded on film 
for sound pictures, there would seem 
little difficulty to those not technically 
familiar with sound-picture systems 
in recording and reproducing a three- 
channel stereophonic program. The 
facts are, however, that ordinary 


Fig. 1—Recording amplifiers, low-level reproducing amplifiers, and equipment for 
compressing and expanding the volume range 
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Fig. 2—Enlarged photograph of the positive film 
used in the final reproduction 


recording and reproduction places no 
such demands on the equipment as 
does the stereophonic system. Sound- 
picture systems transmit a frequency 
range of less than 8000 cycles, while 
the stereophonic system employs a 
band nearly twice as wide. The entire 
recording and reproducing system had 
to be designed for this greater range. 


In addition much greater pre- 
cautions had to be taken to 
reduce noise and distortion. 
An extremely quiet system is 
required so that music at very 
low volumes, much lower than 
used in sound-picture systems, 
is not marred by the noise, and 
this is made more difficult be- 
cause of the wider frequency 
range, which gives a wider 
band for the entrance of noise. 
In addition there is the matter 
of increased volume range. The 
maximum volume range that 
can be placed on a film is less 
than 50 db, while the stereo- 
phonic system, with the to-db 
increase and decrease _pro- 
vided by the enhancement con- 
trol, requires a range of 100 
db. At the very outset, therefore, the 
recording of music for stereophonic 
reproduction seems faced with an 
insuperable obstacle. 

The seemingly impossible task of 
recording a program having a volume 
range of 100 db on a film that will re- 
ceive only a 50-db range was accom- 
plished by use of compression and ex- 
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pansion devices performing 
functions similar to those used 
on certain transoceanic radio 
channels. The music as it is 
picked up by the microphones 
is passed through a com- 
pressor, one being provided for 
each channel. These allow the 
music currents to pass to the 
recording equipment in their 
normal volume range if below 
about 45 db; higher volumes 
are reduced by the compressor 
so that the limit of the film re- 
cording is not overstepped. At 
the same time a record is made 
on another track on the film 
of just the time and extent of 
these reductions. At the repro- 
ducing end the music currents 
generated in photoelectric cells 
from a light beam passing 
through the film are carried 
through an expandor before 
reaching the loudspeaker. The 
action of the expandor is con- 
trolled by a signal obtained 
from the additional light track. 


At any point where the original pro- 
gram was reduced in volume by the 


Fig. 4—The enhancement control unit of the 
stereophonic system provides both volume and fre- 
quency control at the discretion of the conductor 
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the stereophonic system 
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compressor, this signal will cause the 
expandor to increase the volume by 


just the right amount. 
In this way the full 
100-db range in volume 
is reproduced by the 
loudspeakers without 
exceeding the 50-db 
range that is available 
on the film. 

The main elements 
of the system are indi- 
cated on the block dia- 
gram shown as Figure 
3. To control the com- 
pressor at the record- 
ing end, a small 
amount of the program 
current is taken from 
the circuit just ahead 


263 


Se 
| 
2 


of the compressor and is rectified. This 
rectified current modulates a single- 
frequency current, which then con- 
trols the compressor and also forms 
the signal placed on the fourth track 


are six keys used to control the fre- 
quency composition—there is one for 
each channel for adjusting the high 
frequencies, and one for each channel 
for the low frequencies. Each key has 
three positions and 
gives the control indi- 


cated by Figure 5. The 
three handles on the 


4 


w 


LL 


front of the control 
unit are for adjusting 


the volumes of the 
three channels. As the 


RESPONSE IN DECIBELS 


handles are moved up 
from the normal posi- 


tion, the volume is in- 
creased, and as the 


100 500 1000 = 2000 


Fig. s—Frequency characteristics of the stereophonic system 
obtainable by manipulating the six keys that are located on 
the top of the enhancement control unit 


on the film. Since there are three 
channels, and the amount and time 
of compression will vary from one to 
another, three control signals must be 
recorded on the film, one for each of 
the three channels. These are all re- 
corded on the same track on the film 
by allowing the three rectified cur- 
rents to vary independently the 
strength of three alternating currents 
of different frequencies. These modu- 
lated currents control their respective 
compressors and are then combined 
and recorded as the fourth track. 
After the film has been made, if the 
music is then to be enhanced, it is 
reproduced while the original con- 
ductor listens and manipulates the 
enhancement controls to modify the 
frequency and volume ranges of the 
three channels and thus to secure an 
effect that more nearly suits his inter- 
pretation. The enhancement control 
unit is shown in Figure 4. At the top 
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are moved down, the 
volume is decreased. 
As the conductor lis- 
tens to the reproduc- 
tion of the original 
recording, he manipu- 
lates these controls, 
and another film record is made of 
the enhanced program. 

A block schematic for this phase of 
the operation is shown in Figure 6, 
which shows only one channel, how- 
ever. The changes in frequency char- 
acteristics brought about by the en- 
hancement control are secured by the 
insertion or removal of electrical 
filters, marked Nn1 in Figure 6, in the 
circuit for each channel. The volume 
control modifies the current of the 
auxiliary channel, which is used to 
control the action of the expandors. 
Both networks, NI and N2, are in- 
serted in the circuit ahead of the point 
where the monitoring circuit is taken 
off, and thus modify the program as 
heard by the conductor as well as the 
currents used for making the new film. 
On the new film, the three program 
sound tracks are the same as on the 
original film except for the frequency 
modifications brought about by the 
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filters. The control track, however, 
has been modified by the manipulation 
of the enhancement control so as to 
cause greater or less expansion when 
the program is subsequently repro- 
duced. The new film made as a result 
of this process thus represents the 
enhanced program, and is theone used. 

Besides the compressors, expandors, 
and filters required for this new sys- 
tem there has been a considerable 
amount of incidental development of 
the associated parts. There had to be 
provided, for example, a carefully de- 
signed source for the three signal 


frequencies used to control the ex- 
pandors, and narrow band-pass filters 
to separate the three frequencies at 
the reproducer so that each would con- 
trol its own expandor. Other develop- 
ments were required to secure accu- 
rate timing. The signals must cause 
the expandors to act at exactly the 
same point on the film that the com- 
pressors had acted during the original 
recording. In addition practically every 
piece of equipment had to be studied 
and partly re-designed to reduce noise 
and distortion that in other circum- 
stances would be unobjectionable. 
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Fig. 6—Block schematic of circuit used for enhancing and re-recording 


Intertoll Dialing With Step-by-Step Selectors 


By R. R. SWAIN 


Toll Facilities 


ITH the introduction of 

dial service some years 

ago, dials were required at 
certain positions of both local and toll 
switchboards. They were needed at 
_ the “A” switchboard positions* in 
dial offices so that when assistance 
was needed in completing a call, the 
operator would be able to dial the re- 
quired number. They were also needed 
at certain positions of the toll board 
to give the operators access to the 
lines of the local subscribers. Where 
large volumes of traffic were involved, 
keysets were provided at the oper- 
ators’ positions instead of dials. These 
were used at “‘B” switchboardsj{ in 
panel offices, and at other switch- 
boards{t where considerable traffic 
was handled. Dialing at “‘A” switch- 
boards and toll switchboards in step- 
by-step areas was subsequently ex- 
tended to the handling of short-haul 
toll calls with the development of the 
step-by-step tandem systems. The de- 
velopment here reported is a further 
step in the provision of equipment for 
handling toll calls on a dial basis. The 
switching equipment uses selectors of 
the step-by-step type similar to, but 
differing from, those used in the 
tandem system. 

The longer haul toll traffic has been 
handled over ringdown trunks. With 
such trunks, signals are limited. An 
operator can only call an operator at a 
distant office or recall her on an es- 


*REcoRD, Aug., 1931, p. 576. 
TRecorD, Aug., 1931, p. 162. 
tRecorp, Nov., 1930, p. 131. 
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tablished connection. At the incoming 
end of such a trunk an operator is re- 
quired to establish the connection to 
the subscriber’s line, and to pass re- 
ports back to the originating office 
should the line or the paths to it be 
busy. As the proportion of subscribers 
with dial service increased, it ap- 
peared that for these long-distance 
calls also there would be an advantage 
in eliminating the inward operator, 
and in providing means to enable the 
outward operator to dial over the toll 
line, or intertoll trunks as they are 
now called, to secure a connection to 
any subscriber’s line, and to receive 
visual signals indicating when the 
called party answered, or when busy 
conditions were encountered. 

The short-haul tandem system, 
which had been designed to handle 
large-volume traffic as economically 
as possible, lacked a number of fea- 
tures required for a system to be used 
as part of our national toll network. 
Its trunks were not arranged for two- 
way operation, for example, nor did 
they provide means for resignaling an 
operator at the distant end, who had 
been called in to assist on a more 
complicated type of call, such as a 
delayed person-to-person call on which 
the called party has reported ready. 
In addition, intertoll trunks must 
meet more stringent requirements for 
repeater balance and for impedance 
matching between toll and switching | 
trunk, and must provide automatic 
control of switching pads used to ad- 
just the loss on various types of calls. 
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Modification of the tandem system 
to provide these additional features 
was considered, but it was found the 
requirements could be more economi- 
cally met by the development of a new 
system for the longer-haul traffic. It 
has been found practicable to design 
this new system so that calls may be 
completed either from it over existing 
tandem circuits or from tandem cir- 
cuits over it, and so that completing 
trunks to the local offices may be used 
jointly by both systems. 

The provision of an intertoll dialing 
system requires means for associating 
a dial with any intertoll trunk, and for 
permitting supervisory signals sent 
back from the terminating office to be 
received at the outward positions. 
Suitable arrangements must also be 
made for passing the dial pulses and 
supervisory signals between the origi- 
nating and terminating offices. In ad- 
dition, dial switching trains must be 
provided to permit connection from 
an intertoll trunk to dial subscribers’ 
lines, to operators’ positions, or to 
other intertoll or tributary trunks. 
No. 3 toll switchboards* are designed 
for dialing and receiving supervisory 
signals on both ends of the cords, so 
that they can more readily be ar- 
ranged for intertoll dialing than the 
No. 1 toll boards, which require modi- 


*Recorp, November, 1930, p. 131. 


OUTWARD TOLL SWITCHBOARD 


ANSWERING 


fications of the outward positions. 

The signaling methods so far pro- 
vided are applicable only to cable or 
open-wire intertoll trunks suitable for 
composite signaling, but this includes 
the great majority of the trunks 150 
miles in length or less and many up to 
300 miles in length. The type of sig- 
naling involved and the switching ar- 
rangements employed, will be de- 
scribed in subsequent articles. For 
very long trunks, and trunks derived 
from carrier or coaxial facilities, a 
voice-frequency signaling circuit is 
under development. 

The essential elements of an inter- 
toll dialing system are indicated 
schematically in the diagram. From 
information posted at her position, 
the outward operator can determine 
whether the trunk group required for 
a call is equipped for intertoll dialing, 
whether the exchange area being 
called requires digits prefixed to the 
station number to indicate the local 
office, and if so, how many letters of 
the office name are used as part of the 
dialing code. If the number of the 
called party has been furnished, the 
operator merely plugs into an idle 
trunk to the desired point and dials. 
On station-to-station calls she need 
not remain “‘cut-in” on the connec- 
tion to time the start of the conver- 
sation, since the answer by the called 
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Fig. 1—Essential elements of an intertoll dialing system 
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station will be indicated to her by the 
extinguishing of a lamp associated 
with the cord she is using for the call. 
A busy line or path will be indicated 
by a flashing of the cord lamp. When 
the called number is not given, the 
operator must obtain it either from a 
directory, or by dialing an informa- 
tion operator at the terminating office. 

If the call requires switching at the 
distant toll office, either to a tributary 
of that office or to another toll center, 
information at the originating oper- 
ator’s position gives her the code she 
must dial to reach the second link and 
indicates whether the second link is 
equipped for dialing or for ringdown 
operation. Since with a link-type com- 
munity office at the terminating end, 
or a larger office employing incoming 
senders, the switching equipment may 
not be ready to receive the call im- 
mediately, a lamp is associated with 
the dial at the outward position to 
indicate when the distant office is 
ready to receive the dial pulses. This 
lamp is lighted only while the termi- 
nating equipment is ready to receive 
pulses, and should it go out, the oper- 
ator will stop until the lamp relights. 

To help the operator in completing 
connections involving two intertoll 
trunks in tandem, distinctive flashing 
signals are provided. They are con- 
trolled from the selectors at the inter- 
mediate point, and they are used to 
indicate a busy condition after the 


code has been dialed. If the operator 
holds the first trunk, as is done with 
ringdown operation, the signal will 
change when a trunk in the second 
group becomes idle, and she may then 
attempt to complete her connection, 

Intertoll dialing is more efficient 
than ringdown operation. The service 
also is faster because a connection can 
be established as quickly by the out- 
ward operator as it would be over a 
ringdown circuit after the order has 
been passed to the inward operator. 
There are also fewer errors because 
equipment failures are less frequent 
than human errors, and in addition 
there is some reduction in total inter- 
toll trunk time per call. Since the 
spring of 1938, intertoll dialing has 
been introduced on a number of 
groups in the territory of the Ohio 
Bell Telephone Company, and _ has 
proved very satisfactory. 

It would be highly desirable to be 
able to complete calls by dialing into 
large multi-office cities, most of which 
use panel switching equipment for 
local service, but studies indicate that 
for this field crossbar switches would 
be more economical. The facilities | 
described above use step-by-step 
switches, and were developed for in- 
stallation in all new or existing dial 
cities except the very large ones. An 
arrangement that will employ crossbar 
switching equipment is now under 
development for the larger cities. 
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Printing Techniques in Analytical Chemistry 


By H. W. HERMANCE 
Chemical Research 


NE of the simplest and most 

familiar ways of identifying 

an unknown substance is by 
the formation of a colored product at 
the end of a prescribed chemical 
routine. The substance is dissolved in 
a suitable medium, the necessary 
intermediate treatments are carried 
through, and finally the color of the 
liquid in the test tube is character- 
istically transformed by the addition 
of a specific reagent. 

Color reactions have great versa- 
tility, but the relatively crude tech- 
nique by which they are employed 
often curtails their advantages, es- 
pecially where speed and delicacy are 
essential. Thus, in order to obtain 
sufficient material for test, the speci- 
men often has to be destroyed or 
damaged beyond further usefulness. 
Much time may be consumed in the 
solution of the specimen, removal of 
excess dissolving agent, and the inter- 
mediate transformations necessary be- 
fore the final test is applied. Where 
many tests are to be made daily, the 
analyst’s performance is limited. 

For example, an engineer may wish 
to know if a small proportion of 
chromium is contained in a steel 
specimen. Following one of the time- 
honored schemes of qualitative analy- 
sis, the analyst files off a portion, say a 
tenth of a gram, dissolves it in nitric 
acid, and evaporates away most of 
the excess. Then he makes the solu- 
tion strongly alkaline with caustic 
soda, adds sodium peroxide, and boils. 
After this the precipitated iron hy- 
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droxide is filtered off and the filtrate 
is acidified and tested for the chro- 
mate ion by any of a number of stand- 
ard tests. All this may take from a 
half to three-quarters of an hour, and 
it requires a rather fully equipped 
laboratory. Further, the finer details of 
structure rarely can be differentiated 
chemically; if such an analysis is at- 
tempted, the only approach is a repe- 
tition of tedious local treatments with 
the dissolving agent in minute quan- 
tities. Success then is largely a matter 
of the manipulative skill of the 
operator. 

A partial answer to the desire for 
simplification with increased sensi- 
tivity and delicacy is found in the 
method of contact printing, long 
known but little used until recently. 
In principle this technique differs 
from others essentially in that the 
initial solution, intermediate reac- 
tions, and final formation of the 
colored end product are all carried on 
within the tiny cells formed by the 
pores of paper or other inert medium 
which is pressed into close contact 
with the specimen surface. These little 
cells limit lateral diffusion, so that 
each contains only the end product 
derived from the corresponding small 
area of the specimen. A print of the 
surface is produced in which any 
variations in composition are mapped 
on the paper by corresponding differ- 
ences of color or of color intensity. 
Since the products are concentrated 
in a thin layer and observed against a 
favorable background, very little of 
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the sample need be used. In many 
cases the damage is so slight that the 
specimen is still usable. 

Printing methods usually involve 
two processes: first, material is trans- 
ferred in its original configuration 
from the specimen surface to the 
paper. There it is converted to a 
colored product, recognition of which 
follows from the conditions of the 
test. Sometimes this process occurs 
simultaneously with the transfer, but 
more often it is necessary to remove 
certain substances which would inter- 
fere, as well as to convert the remain- 
ing material to a form suitable for the 
final color reaction. To this end, the 
paper containing the undeveloped 
print is immersed in various liquid 
reagents and washing media, but the 
process must be so devised that 
throughout these treatments, the ma- 
terial under test remains “fixed” on 


C. W. Mattson adjusts the voltage used to 
make the electrographic print 
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the paper fibers in the form of a 
mildly insoluble compound. Other- 
wise it would diffuse or wash out and 
the distributive pattern would be lost. 
The details of the method vary greatly 
with the kind of information desired 
and the nature of the surface to be 
examined. 

The surface material may exist as a 
superficial deposit, distributed either 
at random or according to some sig- 
nificant pattern on a substratum of 
entirely different composition. Dust, 
salt spray, finger-prints, residues of 
spilled liquids, blood stains, subli- 
mates, or exudations of various sorts 
or metal transferred by friction, might 
occur on almost any kind of surface 
and would represent this class of de- 
posit. Continuous coatings, purpose- 
fully applied, such as metal platings, 
lacquers and other finishes, would 
form another class. Then there are 
films formed on a surface by chemical 
interaction between that surface and 
atmospheric agents which contain the 
original surface components in combi- 
nation with new elements: tarnish and 
corrosion belong to this class. Lastly, 
if the condition of the interior of a 
specimen is to be studied, suitable 
abrasive treatment may be employed 
to expose a surface which will yield 
information concerning its composi- 
tion and homogeneity. 

Transfer of the material to the 
paper is accomplished by methods 
based on physical, chemical or electro- 
chemical solution. When the material 
is water-soluble, intimate contact with 
the moistened reagent paper suffices 
for the test. Thus the sodium chloride 
normally on the finger ridges is easily 
made to reproduce those ridges as a 
print on silver chromate paper. Physi- 
cal solvents other than water may be 
used similarly, although the examples 
are fewer. 
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In most cases, however, the surface 
must be brought into solution through 
chemical transformation. The choice 
of dissolving agent then calls for more 
critical consideration than in ordinary 
analysis. The excess cannot be re- 
moved easily. Solution should be 
rapid and yet uniform to insure 
against loss of print detail through 
lateral diffusion. It must be so con- 
trolled that only a very thin layer of 
the surface is attacked. Often the 
action is required to be selective so 
that only certain substances are 
brought into solution, leaving the base 
material intact. Finally, the agent has 
to be selected to avoid a condition 
inimical to the full development of 
the color-producing reaction. 

Such requirements are often met by 
using certain salt solutions of slight 
acidity or alkalinity or by employing 
other salts having properties which 
make them highly selective in their 
dissolving action on certain sub- 
stances. Thus, sulfide tarnish films on 
silver and copper are not readily at- 
tacked, even by relatively strong 
acids—the use of which would be pro- 
hibitive anyway because of the im- 
pairment of the lead-sulfide printing 
reaction. Potassium cyanide, how- 
ever, dissolves these substances read- 
ily, liberating the sulfide ion for re- 
action with the lead carbonate reagent 
where excess cyanide does not inter- 
fere in the slightest degree. 

Most metallic surfaces, on the other 
hand, lend themselves to a simpler 
and more effective method of solution 
which has the outstanding advantages 
of rapidity and perfect control. Elec- 
trolytic solution is the basis of the 
process, first used by Glazunov in 
1929 to obtain prints of steel speci- 
mens. 

Paper containing a suitable electro- 
lyte is sandwiched between the sur- 
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faces of the specimen and an inert 
metal such as platinum. The specimen 
is connected through a rheostat to the 
positive pole of a 2-6 volt battery; the 
inert plate, to the negative pole. When 
connection is made, metal ions pass 
from the specimen into the paper at a 
rate controlled by the current and 


H. V. Wadlow washes out the excess rea- 
gent after the print has been developed 


in quantity proportional to the time. 
Solution is uniform and rapid and the 
electrical field maintained helps to 
prevent lateral diffusion, giving very 
sharp prints. The paper may contain 
the color-producing reagent, but if 
this is impracticable because of inter- 
fering effects, the ions entering the 
paper may be fixed there by a suitable 
precipitant in the form of basic or 
other insoluble salts, and the colored 
print obtained later by development 
with suitable reagents. 

Illustrative of the step-by-step 
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printing technique is the detection of 
lead in brass. Leaded brass is a com- 
mon commercial grade which occa- 
sionally needs to be differentiated 
from the non-leaded variety. To do 
this quickly, a print of the surface 
is made electrolytically with paper 
dipped in sodium carbonate-sodium 
nitrate solution. Copper, zinc, lead, 
and traces of iron and manganese are 
fixed as insoluble basic carbonates 
where the metal touches the paper. 
The excess electrolyte is washed out 
with water and there is left the unde- 
veloped print containing these salts. 
The paper is then dipped into a 
potassium cyanide-potassium carbo- 
nate solution and again washed. This 
removes the copper and zinc salts. It 
is dried and dipped into a solution of 
potassium dichromate in acetic acid, 
then washed thoroughly. This final 
treatment converts the basic lead 
carbonate to yellow, insoluble lead 
chromate, while the iron and manga- 
nese are dissolved and washed out. 
The yellow color is characteristic 
enough for most purposes, but its 
nature may be confirmed by treat- 
ment with sodium sulfide which con- 


rat 


verts it to brown-black lead sulfide. 
Tin does not interfere in these reac. 
tions. 

Detection of chromium by electro- 
lytic printing is simple and rapid, in 
contrast to the cumbersome process 
described in an earlier paragraph. The 
specimen surface is brought into con- 
tact with paper soaked in sodium 
nitrate-phosphate solution and a posi- 
tive potential of 4 volts is impressed 
for a few seconds. Chromium is indi- 
cated by a deep yellow color and is 
confirmed by adding to the print a 
drop of diphenyl carbazide solution 
in acetic acid, when a magenta 
color shows the presence of the 
chromate ion. Thus, in a single opera- 
tion solution of the specimen, oxida- 
tion of the chromium to chromate, 
and its separation and detection are 
accomplished in one or two minutes. 

The “electrographic” method, as it 
has been called by Glazunov, has 
come into much use in our Micro- 
chemical Laboratory in the past three 
years. It has provided the answer to 
numerous requests for rapid quali- 
tative tests and has become a valuable 
diagnostic and research tool. 


THe Cresson MEDAL 
of The Franklin Institute of Philadelphia has been awarded 


to R. R. Williams “ 


in consideration of his researches 


upon vitamin Bu, including its isolation in the pure state 

in quantity sufficient for further chemical study, the 

identification of its segments, and its synthesis in quan- 

The award will be made at the Medal Day exercises 
of the Institute on May 15. 
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News of the Month 


Sounp Directors oF Morion-PictTuRE 
Srup1os Visir LABORATORIES 


DuRING THE WEEK of April 8, sound directors 
of the major motion-picture studios on the West 
Coast visited New York as guests of Electrical 
Research Products, Inc., and spent much of 
their time at the Laboratories. Clifford W. Smith, 
vice president of E.R.P.I., was in charge of the 
trip and the group included Douglas Shearer of 
Metro-Goldwyn-Mayer; Elmer Raguse, Hal 
Roach; E. H. Hansen, Twentieth Century-Fox; 
Loren L. Ryder, Paramount; John Livadary, 
Columbia; Thomas Moulton, Samuel Goldwyn; 
Bernard Brown, Universal; E. I. Sponable, Fox- 
Movietone News; Jack Whitney, General Serv- 
ice Studios; and K. F. Morgan, Commercial 
Manager of E.R.P.I. 

On Monday, following a luncheon given by 
Dr. Buckley, several members of the Labora- 
tories discussed recent research work of interest 
to the group. That evening they listened to a 
program transmitted over 16,000-cycle high- 
quality circuits and the following evening at- 
tended the demonstration of stereophonic re- 
cordings of enhanced music at Carnegie Hall. 
The group spent Wednesday at the Graybar- 
Varick building and at West Street and were the 
luncheon guests of M. J. Kelly. Thursday morn- 
ing was devoted to a general discussion of 
stereophonic recording and reproducing equip- 
ment and methods, led by Harvey Fletcher 
and E. C. Wente. 

W. A. MacNair, codperating with T. E. Shea 
of E.R.P.I., was responsible for arrangements at 
the Laboratories. 


A. F. Dixon ReEtIREs 


Amos F. Dixon retired from active service in 
these Laboratories on April 30. Director of 
Systems Development for many years, he was 
appointed an Assistant Vice President in Feb- 
ruary. Joining the Western Electric as a drafts- 
man at the old Clinton Street factory in Chicago 
in 1902, he soon was active on the early design 
problems of telephone apparatus. Mr. Dixon 
was one of several prominent engineers of the 
Bell System who have contributed much to the 
advancement of the communication art and while 
doing so educated themselves in technical matters 
as they worked up in the organization. 

When the Engineering Department of the 
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Western was reorganized in 1907, Mr. Dixon 
came to New York as a member of the Apparatus 
Design Group then being formed under the late 
Edward B. Craft. This association led to many of 
the improvements in telephone apparatus which 
are commonplace today. 

In 1912 the intricate problems of the then new 
printing telegraph were assigned to Mr. Dixon, 
and his supervision of this work until 1915 
brought about the Western Electric multiplex 
system, as well as the earlier stages of the 
start-stop system that is basic in the now 
nation-wide teletypewriter service. Numerous 
patents on the new art were granted to him 
during those years. 

Shortly after the first semi-mechanical panel 
type system was placed in service in Newark in 
1915, Mr. Dixon was placed in charge of its 
further development. He had earlier contributed 
to the design of a number of its apparatus ele- 
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ments, having been granted patents on the 
panel banks, and was familiar with the problems 
that must be met in the mechanical switching of 
telephone calls. Out of this work grew the panel 
dial system, which has successfully met the 
complications of telephone service in the largest 
cities of the country. The link and start circuits, 
the sender, the cordless completing switchboards, 
the call indicator, all necessary parts of the 
complex system, were perfected under his super- 
vision and guidance. 

In 1919 the extensive program for telephone 
growth at the close of the war led to the forma- 
tion of the Systems Development Department, 
which included all circuit laboratories and the 
equipment and toll groups. This organization 
was placed in Mr. Dixon’s charge. Under his 
supervision the switching systems of the modern 
telephone plant have been worked out. Notable 
accomplishments during this period include the 
perfecting of the panel system, improvements in 
manual and step-by-step systems, and in recent 
years the development of the new crossbar 
system, in which relay type structures complete 
all connections. The Systems group has also 
codperated in the development of the circuits 


M. fF. Kelly exhibits a recently developed vacuum tube during 
his talk on the Laboratories’ research activities before the 
Bell Forum of the Illinois Company 
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and the equipment for toll carrier systems and 
for signaling over toll lines which have done go 
much to increase the efficiency of the toll plant. 

When a history of the communications art is 
written, the name of Amos F. Dixon will be 
found as one of the leaders of the three significant 
decades closing with 1940. In the first decade he 
was associated with the printing telegraph, in 
the second with the panel system and in the 
final with the crossbar. Holder of nearly seventy 
patents, designer, engineer, organizer and leader, 
his influence on the Laboratories’ organization 
will be long remembered. 


CoLLoguiIuM 


At THE Marcu 18 meeting of the Colloquium, 
Dr. M. A. Lauffer and Dr. W. M. Stanley of the 
Rockefeller Institute for Medical Research spoke 
on Physico-Chemical Studies of Tobacco Mosaic 
Virus. The lecture dealt to a certain extent with 
general physico-chemical properties of the virus 
such as denaturation, criteria of homogeneity, 
etc., but was concerned largely with a considera- 
tion of those colloid chemical properties from 
which it is possible to obtain knowledge of the 
shape and size of the virus particles. One feature 
was a comparison of the estimate 
of the size obtained by seven 
indirect physical methods with 
dimensions obtained from elec- 
tron micrographs. 

At the next meeting, held on 
April 2, Professor P. Debye, 
Nobel Laureate in Chemistry for 
1936, discussed High-Frequency 
Losses and Molecular Structure. 
Professor Debye is on a leave of 
absence from the University of 
Berlin and is lecturing at Cornell 
University. In his talk he inter- 
preted the dielectric proper- 
ties of matter in terms of the 
properties of the molecules com- 
posing it and the interactions 
between them. 


ORIENTATION OF PLANES 
IN FLIGHT 


THE INITIAL INSTALLATION ot 
radio receiving equipment with 
which is associated cathode-ray 
apparatus for azimuth orientation 
of planes in flight, first demon- 
strated by the Laboratories in 
August, 1938, is being made by 
the Civil Aeronautics Authority. 
As shown in the accompanying 
illustration, the principle involved 
is one of triangulation, with the 
pilot’s position determined by 
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News Notes 

On Marcu 5, F. B. Jewett gave 
an appreciation of Dr. Karl T. 
Compton at the dinner of the 
Technology Club of New York 
which celebrated Dr. Compton’s 
tenth anniversary as President 
of Massachusetts Institute of 
Technology. 

At WarTERBury on March 19, 
Dr. Jewett, in his capacity as 
President of the M.I.T. Alumni 
Association, addressed a joint 
meeting of the University Club 
of Waterbury and the New Haven 


Diagram used by The New York Times showing how an 
airplane in flight may be located by the cathode-ray apparatus 
used in conjunction with radio receiving equipment 


fixed stations. The first of these stations is now 
under construction near Floyd Bennett Munici- 
pal Airport in Brooklyn, while others are planned 
for Washington and Pittsburgh. 

The equipment, developed by the Labora- 
tories and manufactured by the Western Electric 
Company for the C.A.A., covers a frequency 
range of 2,800 to 6,600 ke, with special provision 
for an additional frequency of 1,638 ke at 
Floyd Bennett Airport. A spot of light on the 
end of a cathode-ray tube gives by its orientation 
from the center of a compass rose, the actual 
position of the plane in relation to the station. 
The system uses a pick-up antenna which may 
be at any distance from 
the equipment with the 
connection made over a 
telephone line. As the 
pilot talks, the spot of 
light jumps to the cor- 
rect orientation on the 
cathode-ray tube. 

In the system being 
installed by the C.A.A., 
planes will be required 
to give their calls at a 
specified time. When one 
of these goes over the 
air, operators in Brook- 
lyn, Washington and 
Pittsburgh will read the 
bearings simultaneously 
and relay them to a 
central point where the 
actual position of the 
plane will be calculated. 
The result that has thus 
been computed is then 
radioed back to the pilot. 
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County Technology Club. Two 
days later, in the same capacity, 
he attended a dinner given by the 
Technology Club of Chicago. 

On Aprit 2, Dr. Jewett spoke 
in Cleveland before the local 
A.1.E.E. Section, the Cleveland Engineering 
Society and the Chamber of Commerce, his 
subject being Recent Products of Telephone 
Research. He was assisted by J. R. Townsend 
who showed some high-speed motion pictures 
illustrative of various mechanical studies in 
telephone apparatus design now in progress and 
discussed them briefly. 

O. E. Buck.ey gave a luncheon talk at the 
conference, held on March 5 at the Roosevelt 
Hotel in New York City, of the Sales Depart- 
ment of the Western Electric Company. Those in 
attendance included the staff of the General 
Sales Manager and the managers of the twenty- 


F. B. Fewett, A. F. Dixon and O. E. Buckley at Mr. Dixon’s retire- 
ment dinner, held at the Downtown Athletic Club in New York City, 
which was attended by over 500 members of the Bell System 
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O. B. Jacoss 


of the Transmission Develop- 

ment Department completed 

thirty years of Bell System 
service on April 14 


A. G. Hatt 


of the Outside Plant De- 
velopment Department com- 
pleted thirty years of Bell 
System service on March 19 


H. A. 
of the Station Apparatus De- 
velopment Department com- 
pleted thirty-five years of Bell 
System Service on April 17 


nine distributing houses and of the three mer- 
chandise departments. 

M. J. Ketty was in Chicago from March 8 to 
16. On March 12 he talked to the Physics Club 
of Chicago on Research in Radio Telephony, and 
on March 14, before the engineering and traffic 
people of the Illinois Bell Telephone Company, 
he discussed Research Trends at the Laboratories. 


Miss H. E. Rex 


of the Apparatus Staff De- 

partment completed thirty 

years of Bell System service 
on March 27 
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W. R. LuTHer 


of the Switching Development 

Department completed thirty- 

five years of Bell System 
service on April 18 


THE TWENTY-FIRST annual telegraphic chess 
match between the Chess Club at the Hawthorne 
plant of the Western Electric Company and the 
Bell Laboratories Chess Club was played Satur- 
day, March 16. The match was won by the 
Laboratories with a score of 6% to 3%. Of the 
21 matches, the Laboratoraties Club has won 11, 
drawn 3, and lost 7. Members of the Labora- 
tories participating in the 
match were: E. G. Andrews, 
J. A. Becker, R. G. Bowen, 
T. R. D. Collins, S. A. Darby, 
C. C. Fleming, G. H. Heydt, 
H. T. Reeve, T. Slonczewski 
and F. A. Voos. A. J. Gaborc 
acted as team captain for the 
Laboratories and H. T. O’Neil 
assisted with the keeping of 
the time records. 

F. E. Hawortu was the 
author of the article, Appa- 
ratus for Determining the Orien- 
tation of Crystals by X-Rays, 
that was published in the 
March issue of The Review of 
Scientific Instruments. 

J. A. BEcKER, at a meeting 
of the New York section of the 
A.L.E.E., spoke on Varistors 
and Some of Their Uses. 

J. N. Suive addressed the 
Nuclear Colloquium at Colum- 
bia University on High-Fre- 
quency Modulation of Geiger 
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Counters. This was the subject of his Doctor’s 
dissertation at Johns Hopkins. 

R. R. Wittiams, on March 20, spoke on The 
Chemical Descent of Man at the Science Forum of 
the New York Electrical Society. 

E. K. Jaycox visited the Wright Aeronautical 
Corporation in Paterson, New Jersey, on March 
11 to discuss spectrochemical problems. 

DurING THE first quarter of 1940, the following 
members of the Laboratories have been enrolled 
as Members of the Telephone Pioneers of 
America: 


Miss Harriet Kaiser 
Mrs. Mary D. Kane 


Le Roy Armitage 
William Atkinson 


C. P. Bartgis R. Marino 

P. W. Blye T. J. O’Neill 
C. A. Conrad P. W. Spence 
A. J. Engelberg A. W. Tucker 


W. T. Haines S. B. Wright 


B. L. Crarke attended an A.S.T.M. com- 
mittee meeting on methods of chemical analysis, 
held in Washington, on March 14. 

R. M. Burns addressed the Toronto Chapter 
of the American Society for Metals on Recent 
Developments on Protective Metallic Coatings. 

H. G. Artt and C. C. Hipkins visited the 
Simmons Bed Company, Elizabeth, to study 
finishing processes in use there. Mr. Arlt also 
attended A.S.T.M. committee meetings in 


Detroit. These included As (corrosion of iron 
and steel) and B7 (light metals and alloys, cast 
and wrought). A week later he attended a meet- 
ing of D12 (soaps and other detergents) held in 
New York City. 

G. Birrricx visited Albany on matters per- 
taining to the finishes of teletypewriters. 

R. S. Decker received an Honors Option 
Award at Newark College of Engineering. 

THE USE OF castor oil as a condenser-impreg- 
nating compound was investigated by M. 
Brotherton, L. Egerton and D. A. McLean at 
the plant of the Boker Castor Oil Company. 

G. T. Konan participated in the preparation 
of the annual review of the Contributions of 
Chemists to Insulation Research made under the 
auspices of the Insulation Committee of the 
National Research Council. 

J. H. Scarr visited the Holmdel Laboratory to 
discuss metallurgical problems. 

A. R. Kemp and F. S. Mam went to the North- 
ern Electric Company at Montreal in connection 
with rubber-covered wire and cable develop- 
ments. From there they went to Detroit to at- 
tend A.S.T.M. meetings. 

J. H. Incmanson and G. N. Vacca visited 
Point Breeze to discuss rubber-covered wire 
problems. Mr. Ingmanson also went to Detroit 
for the A.S.T.M. committee meetings. 

Homer Duptey’s paper, The Vocoder— 


The invitations to and the distribution of tickets for the demonstration of stereophonic music 

in Carnegie Hall on April 9 and 10 required an exacting coérdination of preliminary lists, 

card files and seating layouts. This work was ably handled under the supervision of L. 8. 
‘ O’Roark, G. F. Fowler and Miss L. E. Smith 
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Mrs. Mary McCrystal 


Electrical Re-Creation of Speech, presented before 
a joint meeting of the Society of Motion Picture 
Engineers with the New York Electrical Society 
last October, was published in the March issue of 
the Journal of the S.M.P.E. 

R. R. Riesz gave a lecture-demonstration on 
the development of the artificial larynx before 
the Fellowcraft Club of the Scarsdale (New York) 
Masonic Lodge. 

H. E. Ives, before the Rochester section of the 
Optical Society of America, spoke on Some 
Recent Experiments in Canal Rays. 

AT THE APRIL 5 meeting of the Radio Collo- 
quium held at the Holmdel Laboratories, F. J. 
Stevens, Chief Engineer of the American Lava 
Corporation, discussed Designing Ceramics for 
High-Frequency Applications. 

On Aprit 3, W. H. Doherty spoke on High- 
Efficiency Amplifiers before a meeting of the 
Buffalo section of the I.R.E. 

+ 

On THE SEcOND of April Mrs. Mary McCrystal 
of the Restaurant retired after completing over 
twenty-nine years of service in the Laboratories. 
During her entire service she had been connected 
with the restaurant, first as a cook when it was 
located on the sixth floor and then in charge of 
the preparation of vegetables, sandwiches and 
puddings. 

I. C. Pettit of the Physical Research Depart- 
ment, with nearly thirty years of service in the 
Bell System, retired from the Laboratories on 
the thirtieth of April. Mr. Pettit graduated from 
Cornell in 1903 with the degree of M.E. in 
electrical engineering. He spent the summer of 
1906 in the Physical Laboratories of the Western 
Electric Company investigating various mag- 
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I. C. Pettit 


Ernest Harms 


netic materials for use in relays. He left to become 
an instructor in engineering for his alma mater, 
returning to the Physical Laboratories in 1910 
where he continued his work on magnetic ma- 
terials. Among his activities have been early 
measurements on the _ nickel-iron alloys; the 
application of silicon steel to repeating coils and 
relays; the design of permanent magnets for 
telephone receivers; and the application of 
nickel-iron alloys to the continuous loading of 
submarine cable. He also participated in the 
early development work which resulted in the 
standardization of the porcelain protector block. 
Within recent years, in the materials develop- 
ment group, Mr. Pettit had been responsible for 
methods of tests and for specifications of all 
magnetic materialsexcept the permalloy powders; 
for studies of the large number of new magnetic 
materials which have been invented in the 
Laboratories and elsewhere, and for their recom- 
mendation to design groups for incorporation 
into telephone apparatus. 


Ernest Harms of the Plant Department, 
who has been absent during the past year due to 
illness, retired from the Laboratories on April 15. 
Ten days previous to this he had completed 
twenty-five years of service in the Bell System. 
Before joining the Western Electric Company in 
1915 Mr. Harms had spent twelve years with 
industrial concerns. His first work here was as a 
boiler room helper. A year later he became an 
oiler on steam engines where he remained until 
1923 when the generation of electric power was 
discontinued and Edison power purchased. Since 
then he had been engaged in various work in the 
power service group, his last assignment being a 
plant maintenance hand. 


May 1940 


Woe 
: 
4 
| q 
— 


ELECTROGRAPHIC PRINTING 


Examples of analysis by means of 
electrographic prints suggest the use- 
fulness and versatility of the method 
described on pages 271 and 272 of 
this issue of the REcorp. Prints are 
made either in the micro-analytical 


laboratory or, by means of portable 
equipment, in the field. Portable print- 
ing equipment used for an extensive 
study of contacts in a telephone central 
office is shown in the photograph that 
is reproduced on this page. 


; 


NICKEL-PALLADIUM DupPpLEx METAL Rop 


Electrographic print made on dimethylglyoxime paper. The red 

color of the print is produced by the reaction of nickel with the 

dimethylglyoxime reagent. The yellow color is that produced by 

the reaction with palladium. The differentiation of the two metals 

was not possible by visual examination but was readily detected 
by this rapid electrographic print. 


LuGs 


. « Electrographic print on zinc sulfide paper. The brown-black print 


TINNED Brass SHEET 


Print made on antimony sulfide paper. The brown 
spots and lines show porous areas and scratches 
in the tin plate where the brass has been exposed. 
The tin surface has been rendered passive by the 
use of a sodium phosphate electrolyte, while the 
brass, which is not affected, reacts to form copper 
sulfide. One-half of the print has been treated to 
remove the yellow antimony sulfide, showing the 
brown spots against a white background. 

Tests of this type may be used as a control of 
sheet plating processes and would detect poor 
specimens where a chemical analysis of the plate 
in milligrams per square inch might have shown 

that specification requirements had been met. 


of lead sulfide, remaining after treatment has removed interfering 


(> sometimes solder-dipped, an electrographic test for tin using am- 

~ on monium molybdate reagent paper is also made. In this test the 

> SED molybdate reagent is reduced by the tin salts to “molybdenum 
ee blue.” A negative test in this case indicated lead dipping. 


11 


sulfides, indicates the nature of the coating. Since the lugs are 
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SECTION OF SILVER-PLATED PANEL-BANK 
TERMINAL STRIP 


On this print, made on yellow antimony sulfide paper, 
black silver sulfide shows the parts of the terminal 
that have been plated with silver. The white brass 
surface appears as chocolate-brown copper-antimony 
sulfide. The upper specimen shows the effect of poor 
masking of the strip during plating; there are areas of 
silver on the inner surface. The lower specimen shows 
proper masking, with only the terminal receiving the 
silver plating. 


SCREW HEADs PLATED WITH 
Various METALS 


These electrographic prints illustrate rapid 
identification of various metals. Chromium 
\) is identified by conversion of the yellow 
NY sodium chromate to brown-red silver chro- 
mate; zinc, by conversion of the white zinc 
sulfide to orange-yellow antimony sulfide; 
cadmium, by conversion to yellow cadmium 
eo sulfide; nickel, by direct formation of the 
bright red nickel dimethylglyoxime com- 
pound. 


SEGMENT OF A KNIFE BLADE 


Dark brown smears on the print of 
the blade (made on zinc ferrocyanide 
paper) indicate that the knife has been 
used to cut copper or brass. The char- 
acter and distribution of the smears dis- 
tinguish the copper as external rather 
than alloyed with the steel blade. Tests 
of this sort may be used to detect van- 
dalism or possible sabotage. 
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U-Type RELAY ARMATURE The armature is first plated with 
nickel and then with chromium. 
The print was prepared electro. 
graphically with the specimen sur. 
face in contact with dimethylgly- 
oxime-barium hydroxide _ paper. 
When made anodic, the chromium 
dissolves directly to form yellow 
barium chromate while the nickel 
reacts with the dimethylglyoxime 
to give a red compound. Thus the 
distribution of the two metals is 
mapped and the exposure of nickel 
through the chromium plate is 
clearly revealed. 


ZINC PLATED PART 


Zinc forms no colored compounds suitable for its direct recognition. 
A two-step process therefore is used. The surface is dissolved 
anodically and the resulting print is treated with sodium sulfide. 
This stage is shown in the upper print. If a white area occurs on 
the print, the excess sulfide is destroyed by washing with dilute 
acetic acid and the partially dried print is treated with cadmium- 
chloride solution. If zinc was originally present in the white area, 
oe this will now be yellow due to replacement of zinc sulfide by the 
more insoluble cadmium sulfide. Specificity lies in the fact that 
zinc sulfide is the only white sulfide which would behave in this way. 
The cadmium sulfide color reveals its presence in the lower print. 


SILVER-PLATED Brass CAM 


Electrographic print on antimony sulfide 
paper. The silver-plated cam has been 
subjected to a wear test to determine the 
stability of the plate. The continuity of 
the black silver sulfide on the segments 
indicates that the silver plate has not 
worn through. 
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T. E. Lenican inspected and adjusted an 
ultra-high frequency radio installation for the 
West Orange, New Jersey, Police Department. 

J. F. Morrison and R. E. Poote attended the 
F.C.C. hearing on frequency modulation held 
in Washington. 

At a Patent DEPARTMENT luncheon held at 
Hotel Astor in New York City on March 14, 
R. L. Jones talked on Samples of Apparatus De- 
velopment with a Few Notes on Patent Relations. 

W. J. SHACKELTON attended a meeting of the 
A.S.T.M. committee A6 (magnetic testing) held 
in Philadelphia. He participated in discussions of 
standard tests on materials for magnetic cores 
and permanent magnets. 

On Marcu 29 Mr. Shackelton met with the 
members of A.I.E.E. Committee on Instruments 
and Measurements to consider a technical pro- 
gram for the summer convention. Revisions of 
electrical standards were also discussed. 

W. M. Bisuop visited the New England Tele- 
phone and Telegraph Company in connection 
with submarine-cable tests. 

At THE WestTerRN EL Lectric Company in 
Chicago, H. H. Glenn discussed wire-insulating 
problems; H. K. Krantz, the manufacture of 
station plugs and jacks, telegraph keys, ticket 
boxes, visual-ringing indicators, and mating 
requirement standards; J. S. Garvin and J. E. 
Shafer, the redesign of the 239-type relay and the 
new design of the three-position polarized relay; 
P. B. Drake, die-cast frames for 197 and 198-type 


Using an experimental die, M. E. Strieby assembles a length of one 

of the copper tubes which form the backbone of the coaxial cable 

structure. Mr. Strieby gave a lecture-demonstration on coaxial cable 

systems before the Chicago Section of the A.I.E.E. and members of 
the Illinois Bell Telephone Company 
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R. H. Colley discusses Creosoted Lodgepole 
Pine Poles before members of the Mountain 
States Company at Denver 


switches; J. Abbott, the new small dial for line- 
men’s handsets; J. R. Townsend and C. H. Green- 
all, the general application of die-casting to 
design, inlay metal for 
step-by-step banks, and 
copper-wire problems; 
W. W. Brown, the design 
of relay-rack units; H. 
A. Miloche, equipment 
associated with incom- 
ing trunks in crossbar 
offices; and W. L. Roth, 
cost studies of central- 
office equipment. 
SUBSCRIBER STATION 
equipment was discussed 
by H. H. Glenn, H. A. 
Larlee and C. A. Webber 
with engineers of the New 
Jersey Bell Telephone 
Company in Newark. 
At NEWFOUNDLAND 
AND Mount FREEDOM, 
New Jersey, H. O. Sieg- 
mund, R. L. Lunsford 
and W. E. Whitworth 
with F. M. Williams and 
B. E. Niven of the West- 
ern Electric Installation 
Department, inspected 
355-type community dial 
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S. A. Weeden, 1898-1940 


offices that are now in process of installation. 

A. C. Jones and M. W. Lane of the Haw- 
thorne Works of the Western Electric Company 
visited the Laboratories to discuss step-by-step 
switching problems. 

RELAYS IN THE NEW Crossbar office now being 
installed in the Hoe Avenue exchange of the New 
York Telephone Company were investigated by 
C. H. Wheeler, N. J. Eich, F. C. Kuch and 
R. B. Bauer. 

V. F. Bouman inspected the trial installation of 
silver inlay banks now being used in the Fairfield 
and Old Greenwich exchanges in Connecticut. 

G. R. Goun and W. G. Laskey, together with 
C. A. Borland of the 
Western Electric Com- 
pany at Hawthorne, vis- 
ited the F. N. Manross 
Company of Forestville, 
Connecticut, to discuss 
the manufacture of hair 
springs for meters. 

J. R. Townsenp at- 
tended meetings of Com- 
mittee B-2 (non-ferrous 
metals and alloys) and 
Committee B-6 (die-cast 
metals and alloys) at the 
spring convention of the 
American Society for 
Testing Materials in De- 
troit. While in Detroit, 
Mr. Townsend visited 
the Ford Engineering 
Laboratories. 

T. S. Huxuam visited 
the Hydraulic Press 
Manufacturing Com- 
pany in Mt. Gilead, 


[viii] 


C. H. Withrow, 1893-1940 


Ohio, in the interest of injec. 
tion molding of combined tele- 
phone set housings. 

L. E. Dickrnson of the 
Switching Apparatus Develop. 
ment Department completed 
thirty years of service in the 
Bell System on the first of 
April. 

O. S. Markuson of the Lab- 
oratories group at Point Breeze 
was in New York for a dis- 
cussion of carrier-cable de- 
velopment problems. 

L. S. Forp, at Washington, 
discussed cable requirements 
with army engineers. 

A. L. Ricuey and L. W. 
visited the Western 
Electric Company at Point 
Breeze on March 20 on mat- 
ters pertaining to cable terminals. 

V. Haskett and D. C. SmitH visited 
Phoenixville, March 26 and 27, in connection 
with the installation of special circuits for testing 
the transmission of megacycle frequencies on 
open-wire lines. 

S. A. WEEDEN of the Switching Engineering 
Department, with continuous service in the Bell 
System from June 23, 1924, died on March 27. 
Immediately upon graduation from High School 
in 1917, Mr. Weeden joined Company G of the 
22nd U. S. Infantry with which he served until 
June, 1919. He then attended Corneli University 


F. M. Hamilton and H. L. Vanderford of the A. T. & T. supervise 
the taking of motion pictures showing the Laboratories’ high-speed 
camera being operated by H. Ff. Sith 
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where he received an E.E. degree in 1924. During 
the next four years he worked in the Engineering 
Department of the New York Telephone Com- 
pany, and then transferred to the Department 
of Development and Research of the American 
Telephone and Telegraph Company. Here he 
was concerned with maintenance considerations 
of newly designed apparatus and the prepara- 
tion of Bell System Practices covering require- 
ments and adjusting procedures and piece-part 
data for central-office apparatus. 

From 1932 to 1937, during which time the 
D & R was consolidated with the Laboratories, 
Mr. Weeden was engaged in a study of trans- 
mission variation in long toll-cable circuits, par- 
ticularly those between New York and Chicago, 
and took part in the development of the 17C toll 
test board. He transferred, in 1937, to the local 
central office facilities group where he worked on 
the development of tools and gauges and other 
equipment for maintenance purposes. In this 
connection Mr. Weeden was active in an ex- 
tensive investigation and subsequent develop- 
ment of apparatus for vacuum and _ pressure 
cleaning of central-office equipment. 


C. H. Wirxrow of the Switching Develop- 
ment Department, who completed thirty years of 
service last October, died on March 24. Mr. 
Withrow joined the Engineering Department of 
the Western Electric Company in 1909 as an 
assistant in the circuit laboratory. Later he 
worked in the drafting group and then became a 
laboratory assistant, testing and maintaining 
circuits in the circuit laboratory. During this 
time he took a three-year evening course in 
Electrical Engineering at Pratt Institute and 
one year of mathematics at Brooklyn Poly- 
technic Institute. During the World War he was 
associated in the establishment of a submarine- 
detector school at New London. 

From 1920 to 1928 Mr. Withrow was in the 
central office circuit group concerned with the 
development of machine switching systems, prin- 
cipally of the panel type. He transferred to 
Electrical Research Products Incorporated in 
1928 to install and service sound picture equip- 
ment. He soon was made District Supervisor 
covering this work in Northern and Western 
New York. He also made many acoustic studies 
and surveys of theaters in this and other terri- 
tories. Mr. Withrow returned to the Labora- 
tories in 1937 and since that time he had been 
continuously engaged in circuit development 
work in the panel group. 

R. H. Coutey attended the meeting of the 
Executive Committee of the American Wood- 
Preservers’ Association held in Chicago on 
March 13. He continued observations on 
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machine shaving and full-length treatment of 
western red cedar poles at Minneapolis and on 
general wood-preservation problems at Madison 
from March 15 to 18; and, on March 20, ad- 
dressed the School of Forestry and Conservation 
of the University of Michigan on the subject 
Wood Poles. 

J. B. Dixon attended the Spring Group 
meetings of the American Society for Testing 
Materials in Detroit, March 4 and 5. Returning, 
he visited the Copperweld Steel Company at 
Glassport, Pennsylvania. He also attended the 
Quality Survey Conference on copper sleeves at 
Hawthorne the week of March 11. 

J. B. Maccio, at the Point Breeze plant of the 
Western Electric Company, made transmission 
studies on sample lengths of coaxial cable of 
recent manufacture. 

D. T. Sarre of the Laboratories and J. A. 
Bowman of the Long Lines recently visited 
Cleveland to study fireproofing for aerial cables. 

AN INSPECTION OF THE timber specimens 
undergoing exposure to rapid rotting conditions 
at the Gulfport, Mississippi, test plot was made 
by G. Q. Lumsden, R. E. Waterman, J. Leutritz, 
Jr., and C. M. Hill. 

Epwarp C. Motina recently talked on 
Mathematics in the Telephone Industry before 
the Teachers’ Mathematics Club in Chicago. On 
the preceding day he spoke on the same subject 
to employees of the Illinois Bell Telephone 
Company. In both talks he indicated some of the 
many types of problems in the Bell System to 
which probability is applicable, and showed some 
of the complex forms that the mathematical 
equations may take. To illustrate some of the 
basic problems of probability, he rolled out large 
wooden dice. They were seven-inch cubes prop- 
erly painted and marked, and created consider- 
able interest and amusement. 

THE REACTIONS on d-c telegraph transmission 
caused by two arrangements which are under 
consideration for the connection of open-wire 
carrier facilities to toll entrance cable without 
carrier loading were tested by L. R. Montfort, 
O. Myers and L. C. Roberts at Terre Haute, 
Indiana. These arrangements are the “junction 
line filter” and “autotransformer.” 

N. H. Tuorn and J. W. Corwin visited the 
new crossbar exchange soon to be placed in serv- 
ice at Alexandria, Virginia. 

R. L. Lunsrorp and G. T. Forp attended a 
technical meeting on plastics conducted by the 
Bakelite Corporation in Philadelphia. 

G. F. Sounte and H. W. Hermsacs visited the 
Philadelphia toll office to inspect a trial of key 
pulsing which is now being installed. 

K. E. Bower has been in Schenectady super- 
vising a teletypewriter switching system instal- 
lation for the General Electric Company. 
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J. H. So.e was in Fort Wayne, Indiana, and 
Atlanta, Georgia, on matters pertaining to the 
operation of charging machines. 

R. P. Jutson is at Eau Claire, Wisconsin, 
headquarters for the Minneapolis-Stevens Point 
coaxial cable installation. 

V. T. has visited Galveston, 
Houston and Dallas, Texas; Albuquerque, San 
Fidel, Black Rock and La Palma, New Mexico; 
Wichita, Kansas; Oklahoma City, Oklahoma, 
and Kansas City and St. Louis, Missouri, in 
connection with emergency-engine problems. 

G. A. Hurst made two visits to Philadelphia 
in connection with the introduction of voice- 
frequency key pulsing in this area. On the second 
visit he was accompanied by B. McWhan. 

E. W. Hancock, in Cincinnati, discussed cross- 
bar equipment soon to be introduced in this area. 


T. A. McDermott and L. M. ALLEN visited 
Hawthorne and crossbar offices in Chicago. 

R. E. Hersey went to Boston in connection 
with studies of crossbar equipment. 

THE INSTALLATION of the 3C toll board, inter- 
toll dial apparatus, and 355-type central office 
equipment at Doylestown, Pennsylvania, was 
inspected by R. S. Wilbur, D. C. Meyer, K. M. 
Fetzer, P. W. Wadsworth and R. E. King. 

GeorGcE WascHECK gave a talk before some of 
the Faculty and the Student branch of the 
A.I.E.E. at Columbia University on March 18, 
His subject was Low-Frequency Induction Be- 
tween Power and Telephone Lines. 

MEASUREMENTS OF LOCAL-CABLE Circuits 
to be used with television experiments on the 
coaxial system were made in Philadelphia by G. 
R. Frantz, K. E. Gould, and F. A. Janiszewski. 


Instructors FoR Our-or-Hour Courszks, 1939-1940 


J. O. McNatty 


S. B. IncraM M. S. Gtass 


Theory, Construction, and Operation of Electron Devices 


E. H. P. SmitrH 


C. E. NE.Lson L. E. Coon 


Standard First Aid Course of American Red Cross 
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H. W. 


Network Analysis and 
Feedback Amplifiers 


I. V. 


F. A. 


Generalized Analysis of 
Switching Functions 


R. Burns 


Engineering Materials 


D. H. PENNoYER 
Panel Dial System 
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H. E. Harinc 
Electrochemistry 


Mrs. F. B. Lunesurc C. J. Davisson 
Practice in Shorthand An Introduction to 
Dictation Electron Optics 


O. H. Wituirorp T. J. GrEISER 
Crossbar Dial System 


C. A. J. W. 
Telephone Switching Systems 
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L. K. Swart and D. W. Bop te have returned 
to North Carolina to continue studies of the 
effects of transients on type-K carrier systems. 

DurinG THE MONTH of March, B. Dysart, 
G. B. Engelhardt, and J. Mallett maintained 
headquarters at Eau Claire, Wisconsin, in con- 
nection with tests on the Minneapolis-Stevens 
Point coaxial cable installation. K. C. Black, 
H. H. Benning, H. Keppicus, and B. H. Nord- 
strom participated in these tests. 

T. M. Oparenko spent a week at the Point 
Breeze Plant on matters pertaining to imr dance 
measurements of coaxial cable. 

AT various TIMES during March, H. H. Ben- 
ning, C. F. Boeck, M. M. Bower, M. E. Camp- 
bell, M. M. Jones, L. H. Morris, K. D. Smith, 
W. H. Tidd and N. C. Youngstrom were in 
Philadelphia testing the three-megacycle system. 

Br J. Kinsspurc and J. J. Srropt were at 
Princeton and various auxiliary repeater points 
on the New York-Philadelphia coaxial system at 
different times during the month. 

L. R. Ropsins made a field test on the 221B 
emergency radio-telephone equipment at the 
Whippany laboratory. 

Durinc Marcu the Laboratories were repre- 
sented in interference proceedings by R. J. 
Guenther in Camden and Philadelphia, and by 


S. B. Kent before the Examiner of Interferences 
at the Patent Office in Washington. 

H. S. Wertz was at the Patent Office in con. 
nection with routine patent matters. 

DuRING THE MONTH OF APRIL THE FOLLOWING 
members of the Laboratories completed twenty 
years of service in the Bell System: 


Research Department 
R. D. Gibson E. F. Kingsbury 
Apparatus Development Department 
H. I. Beardsley N. C. Brower 
C. E. Mitchell 
Systems Development Department 
R. W. Chesnut C. W. Lucek 
W. S. Hane R. P. Yeaton 
Commercial Relations Department 
J. F. Hart 
Patent Department — General Service Department 
S. A. Milne G. M. Classen 


F. L. Hunt spoke on Your Voice and the Tele- 
phone before members of the Michigan Bell 
Telephone Company in Detroit on March 27; 
the Michigan Engineering Society at the Cran- 
brook School, Bloomfield Hills, on March 28; 
and the Washington Society of Engineers on 
April 3. Included among his demonstrations and 
exhibits was the sixty-second voice mirror. 


F. L. Hunt, second from left, demonstrating the voice mirror in Philadelphia to a group 

from The Bell Telephone Company of Pennsylvania. Left to right: H. M. Stevenson, 

General Sales Manager; Mr. Hunt; P. L. Schauble, General Information Manager; 

R. E. Lines, Traffic Department; C. R. Freehafer, Vice President and General Man- 
ager, Eastern Area; and M. B. Herr, Sales Department 


[xii] 
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Audition Demonstration 


By R. A. CUSHMAN 
Commercial Products Development 


N THE fundamental plan for the 

Bell System Exhibit at the New 

York World’s Fair, participation 
by the audience was considered essen- 
tial. To apply this to a demonstration 
of auditory perspective and magnetic 
tape recording—two important con- 
tributions of the Laboratories—it was 
decided to hold successive interviews 
with members of the audience and 
reproduce them from tape recordings. 
That the platform might not be 
empty during the reproductions, the 
interlocutor and his group were re- 
placed by lay figures. Electrical and 
mechanical arrangements for this in- 
volved considerable ingenuity, both 
in the planning stage and as con- 
struction proceeded. 

Technical requirements for the au- 
dition exhibit were dictated by con- 
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siderations of good showmanship and 
presented a number of design prob- 
lems. For example, no microphones, 
loudspeakers, control or other equip- 
ment should be visible from the 
audience area; no screen or glass 
should separate the talkers on the 
platform from the audience; the 
conversation, normally carried on at 
rather small volume, must be pro- 
jected with sufficient level to be easily 
understood at any point in the 
audience area in spite of normal 
audience noise. A two-channel stereo- 
phonic system was selected with a 
view toward maximum naturalness 
rather than empasizing localization of 
the sound source. A standard theater 
system of two-element loudspeakers 
was installed above the upper corners 
of the proscenium opening on each 
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Fig. 1—Alttendants put lay figures in the seats of the second platform 


side, and hidden by motion-picture 
screening. The tiny openings in the 
screen were invisible from a distance 
but presented little obstruction to the 
sound from the loudspeakers. The 
microphones were located just back 
of the loudspeakers near the ceiling of 
the platform area, out of sight of the 
audience. Each microphone was placed 
in a large box-like baffle made of 
layers of muslin stretched on a frame- 
work. The baffles were highly direc- 
tional, which serves two purposes, 
first, to provide satisfactory sound 
pick-up at a distance of twelve to 
eighteen feet, and second, to make 
them relatively insensitive to sounds 
entering the platform space from the 
audience area. In spite of the excellent 
acoustic design* of the auditorium, 
both as to shape and to the acoustic 
treatment, some small part of the 
sound projected by the loudspeakers 


*Acoustic design of the entire building was done 
by engineers of Electrical Research Products, Inc. 
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found its way through the opening of 
the proscenium arch into the plat- 
form space. This space also required 
careful design to prevent the reflec- 
tion of stray sound toward the sensi- 
tive region of the microphones while 
presenting the maximum direct sound 
from the talkers. It is readily seen 
that this system is novel in several re- 
spects as a pure public address system 
in addition to its reproduction of 
speech. 

Each performance began with the 
selection of a group of five people 
who were ushered into an anteroom 
where, with an interlocutor, they de- 
cided on the subject of conversation. 
As soon as the platform was vacated, 
it was moved into the wings, and the 
group took their places on the chairs. 
When the previous demonstration had 
been completed, the platform was 
rolled back into view of the audience, 
and the interview began. Visible to 
the interlocutor but to no one else 
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was a large voltmeter con- 
nected to a_ potentiometer 
driven by the recorder; thus 
the pointer indicated elapsed 
time. When about two minutes 
had passed, the interview was 
concluded, and the party 
walked down a path to take 
seats on a bench. Meanwhile 
attendants (Figure 1) had set 
up lay figures on a second 
platform which came into 
view as the first one was with- 
drawn. The interview was 


then played back to the audi- Fig. 


ence and to the particular 
group which had made the recording. 
Two identical recording-reproduc- 
ing channels were used to give audi- 
tory perspective; one of these is shown 
in Figure 2. From the microphone 
the sound signals were transmitted 
through amplifiers to a “baffle equa- 
lizer,” which corrected the response 
characteristics of the microphone-and- 
baffle combination. Next to that was 
the dialogue equalizer, used because 
the speech level projected to the 
audience was considerably higher 
than that produced on the platform 


MICROPHONE 
BAFFLE 


3—One of the magnetic-tape recorders 


by the talkers. Its higher loss at the 
low end overcame the guttural sound 
of speech at high level. During the 
recording cycle the horn system was 
used to reénforce the speech so that 
after passing through the limiting 
amplifier the circuit divided two ways, 
one to the public address system and 
one to the recording machine. The 
limiting feature in the amplifier pre- 
vented overload of the tape under un- 
usual circumstances, such as loud 
laughing, and was not called into play 
during the usual recording. The horn 
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EQUALIZER 
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Fig. 2—-Schematic diagram of one audition channel 
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equalizer, the characteristic of which 
is shown, was adjusted so that the 
combination loudspeakers projected a 
flat frequency characteristic to 7000 
cycles. The amplifier, dividing net- 


work and loudspeakers were charac- 


Fig. 4—The first two panels (from the left) mount 

amplifiers Channels 1 and 2 respectively; on the 

right-hand panel are monitoring loudspeakers and 
the announcer’s emergency amplifier 


teristic of a good theater installation. 
At any time that recording or repro- 
ducing was not actually taking place, 
the horns were disconnected from the 
circuit and a dummy load placed on 
the output of the amplifier. 

During reproduction of the conver- 
sation the relays in the center of 
Figure 2 made contact downward with 
the result that the signals from the 
tape went through an amplifier to a 


276 


reproducer equalizer, the function of 
which was to compensate for the 
normal frequency characteristic of 
tape recording. Signals were then 
transmitted to another amplifier, vol- 
ume control, the limiting amplifier 
(which in this case operates 
like an ordinary amplifier), 
and to the loud-speaking sys- 
tem on the stage. 

In the magnetic-tape re- 
corder-reproducer, shown with 
cover open in Figure 3, a 
separate tape was associated 
with each channel. Synchro- 
nism between the channels was 
maintained by winding the 
two separate tapes simulta- 
neously from the left-hand reel 
to the right-hand reel, one 
tape going through the near 
recording units and the other 
tape passing through the far 
recording units. This method 
is simple and no difficulty was 
experienced in maintaining 
synchronism of a higher order 
than is necessary for stereo- 
phonic reproduction. 

When the interlocutor 
stopped the recording of the 
conversation on the platform 
by pushing a button, the tape 
drive was stopped by the re- 
lease of a forward driving 
clutch. The tape was then re- 
wound at high speed by the 
operation of the left clutch which 
connected the nearly empty left-hand 
reel to the rewind motor. This clutch 
was finally released by a cam-oper- 
ated contact before the tape was com- 
pletely unwound from the right-hand 
reel. The control relays ensured that 
the tape could then be driven only in 
the forward direction, and that the 
circuit of Figure 2 was switched for 
reproducing. A contact, closed when 
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the section of the platform carrying 
the manikins was in position in full 
view of the audience, started the re- 
producing cycle. The reproduction 
continued until its elapsed time had 
been equal to the recording time. The 
tape then rewound automatically as 
before. It was necessary to interlock 
mechanically and electrically all these 
operations to take place in a definite 
order to relieve the interlocutors of 
control sequence and to protect the 
equipment from control errors. 

Since this equipment was in opera- 


tion for thirteen hours a day and 
seven days a week, three of the 
machines were installed, the nominal 
arrangement being that one was in 
use, one stand-by and the third avail- 
able for maintenance and test. The 
amplifying equipment associated with 
these machines was mounted on the 
three relay racks shown in Figure 4. 

During the twenty-nine weeks of 
the New York World’s Fair, about 
110,000 persons took part in the 
auditions, while many times that 
number enjoyed the demonstrations. 


STEREOPHONIC RECORDING 


A new high in the science of recorded sound was reached at Carnegie Hall last 
night when the Bell Telephone Laboratories demonstrated their latest results in 
stereophonic recordings, with emphasis on the problems of “position” and 
“enhanced” music... . 

When the lights went out all one saw was a gossamer veil hung across the 

stage, with a soft red glow playing on it. Then things began to happen. An 
eerie flute sounded thinly from the distance; a crowd bellowed thunderously; 
horses galloped by; thunder rumbled; a man talked as he walked from one end 
of the stage to the other. Then the whole width, breadth, and depth of a symphony 
orchestra spread out its wings and went into action. 
_ It sounded real, spread out in space. The full depth of the stage seemed 
crowded with spatially distributed sound. But it all came from a set of sound 
boxes and horns, each functioning separately and in unison in a broad, elec- 
trically controlled dynamic scheme. Dogged research in electricity, acoustics, 
dynamics had chalked up one more miracle—spread-out sound, coming 
straight from the source with no hint of crowding. 

Mr. Stokowski’s orchestra sounded very much its multiple self, and with the 
“enhancing’’ of between-the-lines nuances, even more than its flesh-and-blood self. 

Drums were at one end, flutes at another and in between one “‘heard’”’ other 
instruments clear across the stage. Shading emerged beautifully, solo passages 
rang out brilliantly. There was no blurring, no congestion. Pianissimt were 
the merest hush, and fortissimi had the impact of a cannonade. 

The trick of giving orchestral music “position” in recordings and weaving in 
nuances between nuances is now a perfected fact... . 

Louis Biancolli in the N. Y. World-Telegram, /pri/ 10, 1940. 
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Contacts for Crossbar Apparatus 


By B. F. RUNYON 
Dial Apparatus Development 


Bell System previous to crossbar, 

many of the contacts were of base 
metal and of the sliding type. Such 
_ contacts are employed on step-by-step 

switches, on panel banks, and on 
sequence switches. One of the dis- 
tinctive features of the crossbar sys- 
tem is the use throughout of precious- 
metal contacts of the “percussion” 
type, the two elements of the con- 
tact being brought together head-on 
as with a relay. While this permits a 
slight desirable sideways motion of 
the contacts, the motion is quite dif- 
ferent from that in devices in which 
the contacts slide over each other. 
In the panel system such “percussion” 


E: THE dial systems used by the 


USED IN SINGLE PAIRS 


contacts are found chiefly on the re- 
lays, and number around 150,000 per 
office, while in the crossbar system 
they are employed on the crossbar 
switch and on the U, Y, and multi- 
contact relays, and number around a 
million and a half. With such large 
numbers of contacts involved, it is 
obviously desirable to use as little 
precious metal as possible. 
Twenty-five years ago all precious- 
metal contacts were made of plati- 
num, and were attached to the springs 
by riveting. They were of the point 
and disk form shown at 4 in Figure 1. 
Spot-welding replaced riveted con- 
tacts in 1913, and resulted in large 
savings in material as is indicated at 
B. Since then, further 
savings in material 


have been made by 
changing the shapes 
and sizes of the con- 
tacting elements. 

In the design of con- 
tacts, there are several 
factors that must be 
taken into considera- 


tion. In the first place 


enough metal must be 


provided to give a 


satisfactory life. Each 


time a contact makes 
and breaks an electri- 
cal circuit, a small 
part of the metal is 


USED IN DOUBLE PAIRS 


Fig. 1—Forms of precious-metal contacts that have been used 


in the Bell System 
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lost, so that life is at 
least roughly propor- 
tional to the volume of 
metal available for 
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erosion. In the second place a pair of 
contacts must have sufficient height 
to provide enough spring clearance to 
allow for adjustment and to insure 
that the springs will not touch. As a 
final consideration, at least one con- 
tact of a pair must be 
large enough to insure 
contact regardless of 
normal manufacturing 
variations of the posi- 
tion of the contacts on 
the springs and of the 
alignment of the 
springs themselves. 

It was from a con- 
sideration of this last 
requirement that the 
“bar” type of contact, 
used on crossbar ap- 
paratus, was devel- 
oped. Some years ago 
a joint study was made 
with the Western Elec- 
tric Company to deter- 
mine the variations in 
positioning and align- 
ment that actually oc- 
cur in practice. The 
contacts of several 
thousand relays were 
examined, and the ex- 
act spot at which the 
point and disk touch was determined. 
The distribution of these points of 
contact on the disk is shown in Figure 
2. This disk is .og inch in diameter, 
but it will be noticed that over large 
areas no contact registration was 
made. As a matter of fact practically 
all the contacts fell within the area of 
a rectangle .o§ by .07 inch indicated 
by dotted lines, which occupies less 
than sixty per cent of the area of the 
disk. 

To make the nature of this distri- 
bution more evident, a block model 
was made. Square prisms, each with 
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the cross-sectional area of one square 
of Figure 2 and with a height propor- 
tional to the number of contacts made 
over that area, were erected on a cir- 
cular base representing the .og disk of 
the fixed contact. A photograph of 
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Fig. 2—Distribution of contact on a .09-inch disk 


this block model is shown in Figure 3. 

Since these studies had shown that 
the area of contact was approxi- 
mately rectangular, the disk contact 
was changed to the shape shown at 
c of Figure 1, and made of the same 
thickness as the disk, which had 
proved adequate to give the desired 
life. Electrical wear may occur at 
either the point or the disk, depending 
on the circuit or the polarity. Since 
contacts are not generally poled so as 
to wear chiefly in one direction, there 
is no advantage in making one con- 
tact member any thicker than the 
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Fig. 3—Block model of contact distribution 


other. A further economy in precious 
metal was thus secured by embossing 
the spring for the point contact, and 
placing sufficient contact metal over 
this embossing to equal approximately 
the thickness of the disk. This re- 
sulted in a contact of the general 
form shown at c in Figure 1. 

A little study, however, will show 
that still further economy in contact 
material is possible. If one of the 
contacting elements is made in the 
form of a rectangle with sides of 
lengths a and B, as shown at the top 
of Figure 4, where a and B correspond 
to the dimensions determined from 
Figure 2, then the other contact ele- 
ment may be taken as a square of 
sufficient size to give the required 
contact volume. This may be taken as 
requiring a length c for the square. 
It is necessary, however, that full 
contact be made even under the ex- 
treme variations in position, that is 
when the center of the smaller con- 
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tact falls on the boundary of the ap 
rectangle. The size of the large con. 
tact must thus be increased by c, as 
shown at (b) in Figure 4. Suppose now 
that the large contact be changed to 
a narrow bar c wide and a+c long, 
and that the small contact be changed 
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Fig. 4—Consideration leading to the use of 
bar type contacts 
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of a bar c wide and B+ long, with 
their normal positions crossing at the 
center of the large rectangle, as shown 
at c. It is evident that even with 
the maximum deviation in position- 
ing, full contact will be available over 
an area c?. By this change, however, 
an amount of contact metal equiva- 


lent to the area A XB has been an 


gation of its resistance and electrical 
wear characteristics disclosed that 
silver could be applied quite generally 
for relay contacts in signaling cir- 
cuits. By using silver for most of the 
signaling circuits and palladium for 
transmission circuits it has been pos- 
sible to obtain the best available as- 


saved. The amount of this 
saved area is evident if the two 


contact bars are placed in their 


extreme positions as indicated 


at (d). Contacts of this bar 


type are used throughout the 
crossbar system. They vary 


somewhat in form depending 


° 


on the type of service. The 


more common types are shown jo 


in the bottom row of Figure 1. 


Of the million and a half 


contacts in a crossbar office, @ 80 


over a million are used on the 2 ,, 


crossbar switches. Since these 
40 


contacts appear in talking cir- 
20 


CUMULATIVE NUMBER OF FAILURES ON ACCELERATED TEST 


cuits, it was decided that they 
must be of a material that 
would not develop high re- ° 
sistance or noise. Palladium 
was felt, with all factors con- 
sidered, to be the most satisfac- 
tory material for this purpose. 

To reduce the amount of palladium 
required, the complete contact is 
generally made bimetallic, as shown 
at Din Figure 1. It is made by welding 
two tapes together—one of palladium 
and one of nickel. This bar is then 
cut in the lengths required for the 
contacts. The volume of palladium is 
only one-tenth of the total volume. 
For contacts that must make and 
break current millions of times, the 
entire contact is made of the same 
material, as shown at E and F. 

In selecting contact materials for 
use in the crossbar system considera- 
tion was also given to silver. Investi- 
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Fig. s—Comparison of failures of twin and single 


contacts 


surance of quiet talking circuits with- 
out the expense that the universal use 
of palladium would entail. 

Another feature of the crossbar 
system is the universal use of twin 
contacts to minimize the possibility of 
high resistance or open circuit result- 
ing from dirty contacts. Under the 
simplest conditions, where the pres- 
sure of each contact of the twin pair is 
equal to that of the single contact it 
replaces, and where there is a random 
distribution of dirt, the theoretical 
degree of improvement can be simply 
expressed. If the probability of failure 
of a single contact is p, where 7 is less 
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than 1, then the probability of two 
successive failures, or of the failure of 
two contacts in parallel, is p?. Thus 
with a probability of failure for a 
single contact of .oo1, or once in a 
thousand times, the probability of 
failure occurring for twin contacts 
would be .oo12, or .coooo1, or once 
in a million times. 

In the twin contacts employed, this 
full improvement is not ordinarily at- 
tained because the ideal conditions do 
not exist. In the first place the pres- 
sure between each of the twin con- 
tacts is only about half that used for 
single contacts; the total pressure is 
maintained about the same for both 
types. This results in a larger prob- 
ability of failure for each of the twins 
than for the single contacts. In addi- 
tion the distribution of dirt may not 
always be random, or the dirt on one 
contact may be thick enough to keep 
the other contact from closing. The 
results of some accelerated laboratory 
studies on twin contacts are given in 
Figure 5, and show an improvement 
of the order of fifty to one. 

The wear that takes place when a 
contact opens or closes is due to the 


dissipation at the contact of a part of 
the energy stored in the system. Ex. 
perience has shown, however, that the 
energy stored in the relay winding 
load will not give a true measure of 
the rate at which a given contact will 
wear out. Generally speaking, high- 
frequency discharges ranging up to 
several million cycles per second occur 
across contacts at the opening of an 
inductive load. With such high fre- 
quencies, the impedance character- 
istics of the wiring, as well as of the 
load winding, affect the character and 
consequently the destructiveness of 
the discharge that takes place across 
the contacts. 

It has been found that these factors 
can be sufficiently taken into account 
for practical purposes by relating 
contact life to readily measurable 
characteristics of the contact load 
circuit. Thus it is possible to deter- 
mine from the circuit conditions ap- 
proximately what the life of a given 
contact would be. Where, because of 
severe conditions, the life of the con- 
tacts would be shorter than desirable, 
contacts such as those at E and F of 
Figure 1 are usually employed. 


Transmission Features of the Weather 


Announcement System 
By J. L. MERRILL 


Transmission Standards 


66 NITED States Weather Bu- 
reau forecast for New York 
City and vicinity: 12 noon 
temperature, 63 degrees, humidity 64 
per cent; this afternoon, cloudy, in- 
creasing westerly winds; _ tonight, 
cloudy and colder, lowest tempera- 
ture about 48 degrees, fresh west 
winds; tomorrow, fair and colder, 
fresh west winds.” This spoken bul- 
letin, furnished by the New York 
Telephone Company, is typical of the 
weather announcements now pro- 
vided by some of the telephone com- 
panies. The announcements are 
changed at frequent intervals, and the 
ready availability at all times of “‘last- 
minute” weather predictions appar- 
ently fills a long-felt want if one may 
judge by the popularity of this serv- 
ice. Fundamental transmission con- 
siderations involved in the design of 
the weather-announcement system are 
essentially the same as those 
of the time-announcement sys- 
tem. New equipment, how- 
ever, has been developed since 
the centralized time service 
was introduced about nine 
years ago, and has resulted in 
simplification of distributing 


Weather Bureau, and are at once re- 
corded by the telephone companies’ 
operators on magnetic tape machines. 
As a first step, therefore, it is neces- 
sary to insure that the record made 
on the tape is clear and of suitable 
volume and that throughout the an- 
nouncement this volume remains con- 
stant within fairly close limits. Oper- 
ators are selected who have suitable 
voices of not too low a volume, and 
they are instructed to read the an- 
nouncement with their lips at a 
specified distance from the trans- 
mitter. If they get too close to it, large 
variations in volume will result from 
comparatively small changes in dis- 
tance, while if they are too far from it, 
interfering room noise and reverbera- 
tion become more noticeable. 

The announcement is recorded on 
two machines simultaneously, but 
when it is completed, the attendant 
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operates monitoring keys, and listens 
separately to the announcements 
made on the two machines. During 
this monitoring, a volume-limit indi- 
cator is connected across the output 
of the tape amplifiers. If at any time 
during the announcement the volume 
is more than 3 db below the desired 
value for a definite interval, a lamp 
in the monitoring turret will light to 
indicate this fact to the operator. 
Each time the volume exceeds the 
desired value by 3 db, another lamp 
will flash. As the operator listens to 
the recording to make sure it is clear 
and correct, therefore, she has a visual 
indication in front of her to tell her if 
the volume limits have been met. If 
they have not been met, or if any part 
of the record is not clear or correct, 
the record will be removed from the 
tape and a new recording made. 

As a result of these provisions, the 
volume of the announcement at the 
distributing bus in the announcing 
office is always within 3 db of the de- 


DISTRIBUTING 
BUS 


sired value when a new announcement 
is cut in. To insure that the volume 
remains within the required limits at 
all times, the volume-limit indicator 
remains connected to the circuit con- 
tinuously. As shown in Figure 1, it is 
associated with an alarm circuit and a 
pad in the announcing circuit. Should 
the volume drop more than 3 db be- 
low the desired volume, the indicator 
will remove this pad from the circuit, 
thereby increasing the volume by 
from 2.0 to 3.0 db. This arrangement 
is provided principally to take care of 
a slight decrease in volume that some- 
times occurs shortly after the tape is 
put in service on a new announce- 
ment. Should the volume drop as 
much as g db subsequently, the indi- 
cator will disconnect the tape ma- 
chine and substitute the stand-by 
machine. At the same time it will give 
an alarm to attract the attention of 
the maintenance force so that any 
trouble may be rectified at once. 
The fact that the volume is correct 
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Fig. 2—A predetermined voltage within specified limits is maintained on the distributing 
bus, each trunk circuit being adjusted to maintain satisfactory volume at the distant 
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at the bus in the weather-announcing 
bureau does not necessarily mean, 
however, that it will be the same for 
all those who listen to it. The an- 
nouncement may be requested by a 
subscriber in the same office as the 
weather-announcing equipment, by a 
subscriber at some other office reached 
by a trunk from the weather-an- 
nouncing office, or by a subscriber in 
an office that is reached through a 
tandem office. Between the announc- 
ing equipment and the subscriber, 
therefore, there may be a subscriber 
loop plus an announcement trunk 
which may be anywhere from a few 
feet to about fifteen miles, or a loop 
plus tandem trunk plus an announce- 
ment trunk, as shown in Figure 2. 
The various loops and trunks will be 
of widely different types and lengths, 
so that the transmission losses of the 
various circuits may differ by con- 
siderable amounts. 

There are two major requirements 
that control the design of such a distri- 


DISTRIBUTING BUS 


bution system. First, the volume of 
the announcement at the subscriber’s 
station must be suitable regardless of 
the length or type of the connecting 
circuit. Satisfactory volumes will be 
obtained if the speech volume re- 
ceived by the subscriber calling the 
service is comparable to that which 
would be received on an average call 
from another subscriber whose line is 
terminated in the same central office. 
Since the subscriber loops are already 
designed to certain loss requirements, 
the desired speech volume can be ob- 
tained by maintaining the volume at 
the central office of the calling sub- 
scriber within certain limits. 

To adjust for the differences in the 
length and types of trunks, each 
trunk is equipped at the announcing 
bureau with a network consisting of 
resistances D and Fr, shown in Figure 2. 
The voltage on the distributing bus is 
made higher than that necessary to 
give satisfactory volume at the most 
distant office, and the network for 
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Fig. 3—Sub-centers, at some distance from the announcement bureau, are supplied by 
two trunks and amplifiers 
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each trunk is then adjusted to give the 
desired volume at the terminating 
central office. The announcement 
trunks are used only for weather an- 
nouncements, and so need be adjusted 
for loss only when the system is in- 
stalled. In adjusting trunks to tandem 
offices, a compromise value of loss 
for the tandem trunks is used. 

The second requirement is that sub- 
scribers listening to the weather an- 
nouncements cannot hear or talk to 
each other. This is brought about by 
the same networks, which give a loss 
of about 40 db between the distribu- 
tion bus and the terminating central 
office. The voltage on the announce- 
ment bus is high enough so that with 
this loss in the circuit the proper 
volume is obtained at the central 
office. Between any two subscribers, 
however, there are two networks in 
series, and since a talker’s volume is 
much lower than that maintained on 
the distributing bus, the loss inter- 
posed forms a practically complete 
barrier between subscribers. 

As already noted an approximately 
constant voltage is maintained at the 
distribution bus but this voltage will 
tend to vary somewhat depending on 
the impedance of the combined group 
of outgoing trunks. To provide for 
changes in the size of this trunk group, 
which may be required from time to 
time, the compensating resistance H is 
connected across the bus. This re- 
sistance is adjustable and is changed 
as required to maintain the desired 
output impedance. 

Another factor that will tend to 
affect the constancy of the bus volt- 
age is the variation in the number of 
trunks in the group in use from 
moment to moment. With a large 
number of trunks connected, that is, a 
large number of people listening to 
the announcement, the impedance 
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tends to drop, while with few trunks 
connected, it will rise. The and 
resistances are connected to the cir. 
cuit all the time, and the variation 
caused by the disconnection of a trunk 
is a function of the loss of this net. 
work. By providing a relatively large 
loss in the p-F pad, this variation in 
impedance is made small. The net- 
work D-F serves a triple purpose, 
therefore. It provides a means for ad- 
justing the volume at the distant 
central office, it prevents subscribers 
from hearing each other, and it re- 
duces the variation in output im- 
pedance of the distributing bus as 
the load varies. 

Where there are a number ot 
central offices grouped closely to- 
gether but at a considerable distance 
from the weather-announcing bureau, 
a sub-center is formed. The arrange- 
ment provided is indicated in simpli- 
fied form in Figure 3. Two trunks are 
provided to the sub-center and each is 
equipped with an amplifier and equal- 
izer at the sub-center. Both ampli- 
fiers feed the distributing bus at the 
sub-center through a bridge network. 
A relay operating an alarm is con- 
nected across the output terminals of 
each amplifier. Under normal condi- 
tions, the load is carried equally by 
the two trunks and amplifiers, but if 
one trunk or amplifier is disabled, the 
load will be carried by the other witha 
resulting decrease of 6 db in volume. 
Under these conditions, however, the 
alarm on the unoperative trunk will 
operate since the speech voltage 
across its controlling relay is obtained 
only through the bridge network, 
which introduces a loss of about 20 db. 

Equalizers are used on the longer 
trunks to correct the frequency dis- 
tortion. On all the shorter trunks, 
distortion of all types is ordinarily 
within satisfactory limits. 
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